DART AEROSPACE 
LTD 
Work Order: 


Description: Ball Stud 
Part Number: 
D3622-7 


Inspection Dwa: D3622 
Rev:C 
Page 1 of 1 


FIRST ARTICLE INSPECTION CHECKLIST 


Drawing 
Actual 
Method of 
Tolerance 
Accept 
Reject 
Comments 
Dimension 
Dimension 
Inspection 


0.58 
+/-0.030 


0.50 
+/-0.030 


00.310 
+/-0.010 


00.215 
+/-0.010 


00.394 
+/-0.010 


0.96 
+/-0.030 


0.630 
+/-0.010 


0.478 
+/-0.010 


0.313 
+/-0.010 


0.155 
+/-0.010 


0.060 
+/-0.010 


0.330 
+/-0.010 


0.3053-0.3125 
N/A 


0.3125-24UNF-3A 
N/A 


M.O.W 
Min = 0.3336 
Max = 0.3303 


1 


Measured by:1 
11 
Audited by:1--- 
Date: 
Date: 
------- 
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